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Organized 1858 Bed Capacity 230 

Conducted by the Sisters of the Poor of St. Francis 
• Approved by the American Medical Association, 
American College of Surgeons, and National and State 
Hospital Organizations. 




PLACE 
ONE CENT 
STAMP 
HERE 

IB609 




ST. MARY'S HOSPITAL — CINCINNATI, OHIO 











